Volume iIndex—1987 


A-C 


Air-cooled condensers 
Air system start-up 

by James O'Gorman CM . 
The Alliance's position (CFCs) 
Ammonia: One more perspective 

by M. W. Garland 
Automatic ice making 
California ‘ice rush’ 
Catalog index 
Central A/C 
CFC controversy Mar-25 
The CFC issue: RSES' formal position Aug-16 
CFCs—Report from RSES special committee Jul-32 
The charging and testing manifold Aug-8 
Chilled and hot water systems Nov-22 
Clean-up procedures after hermetic burnout Dec-23 
Common sense can cure ice machine misery 

by William Stapleton Jun-20 
Comparison of electro-mechanical and electronic 

components May-24 
Compressors Jul-16 
Contaminants, on guard against Dec-10 
Control definitions 

by Tom Uhiman 
Control of refrigerant head pressure 
Control response 

by Peter T. Cann, PE, CM 
Convenience store refrigeration 
Coping with CFC reductions 

By Peter Powell 
Copper tube cleaning 
Creating a ventilating system 
Cutting back on call-backs 

by Gary Lloyd CMS 
Cylinder safety 


Oct-14 
. Jan-10 
Mar-25, Mar.-49 


Jul-22 
Jun-8 
Jun-14 
.Feb-4 
Mar-16 


Oct-16 
Oct-12 


May-22 
Apr-11 


Dec-20 
Apr-16 
Apr-20 


Jan-13 
Dec-19 


D-G 


Dealing with an angry customer 
by Steve Howard 
Define ‘control 
Diagnosing basic gas fired furnaces 
by Gary Lloyd CMS 
Dry operation of evaporative condensers 
by Steven Benz 
Duct design 
by Roger Hensley CMS, 
Phillip Condreay CMS 
The Dumb-bell hermetic 
by Bernard Nagengast 
Editor's column 
The big potential in small stores 
On complexity and competition 
A conference call 
Coping with the CFC controversy 
Cost vs. quality? 
An ear'y platform Jul-45 
Plastics make hvac/r push Mar-14 
Taking the mystery out of a familiar test 
Dec-42 
Jan-48 
Apr-18 
May-22 
Jun-28 
Jul-18 


May-16 
Aug-14 


Aug-46 
Oct-52 
Sep-44 
Jun-30 
Feb-47 


What story do statistics tell? 
Electronic controls Part I 
Electronic controls Part II 
Electronic controls Part Ill 
Electronic controls Part IV 
Evacuation of commercial refrigeration 
systems 
Expo report 
by Peter Powell 
Flame flare-up 
by Billy C. Langley Sep-10 
Floating head refrigeration pressure system Dec-31 
Gas fired furnaces 
by Gary Lloyd CMS Nov-26 
Getting a hoid on hoods —thermal capture Jul-8 


Apr-10 


Mar-12 


Head pressure control 


Heat recovery 


by Vernon C. Alexander 


Heat recovery ventilator market 


Hot Line 


Alternate refrigerant 
Auto a/c 

Auto/bus a/c 
Bastian-Blessing equipment 
Blowers 

Cap tube sightglass 
Changing oil 

Charging technique 
Charging without sightglass 
Cheese storage 
Compressor sizing 
Compressor voltage 
Condenser fan motor 
Control trips 

Dryer size 

Electric defrost 
Electric float switch 
EPR valve 

Evacuation 

Extra motor cooling 
Floodback 

Flow control 

Gasket material 

Halo effect 

Heat pump control 
Heat pumps 

High side control valve 
Ice rinks 

Iceyball 


Insulating suction lines 
King valve 

Liquid line control 
Load calculations 
Micron readings 
Mixed refrigerant 
Motor amps 

Motor blowers 
Motors 

Motor tubing 

Oil location 

Oil return 

Oil separator 

Ozone contact chamber 
Piping 

Pressure drops 
P.essure-enthalpy 
Produce case vacuum 
Propane refrigerators 
Pump down 

Purging 

R-11 cleaning 

Rebuilt compressors 
Redundant gas valve 
Refrigerant loss 
Refrigeration oils 
Replacement motor 
Reversing valve 
Room a/c 

RV refrigeration 
Sightglass 

Sizing TEV 

Soldering and brazing 
Soldering 

Solubility 

Suction line 

Suction temperature 
Superheat 
Supermarket controls 
System cleanup 
System restrictions 
Temperature sensor 
Thermal decomposition 
Unit capacity 
Vacuum 

Voltage ratings 

Water hammer effect 


Nov-12 


Mar-14 


Apr-27 
Nov-29 
Apr-28 
Nov-32 
Nov-31 
Sep-24 
Jan-36 
Mar-29 
Dec-27 
Oct-33 
Jun-34 
Nov-29 
Apr-27 
Aug-19 
Oct-33 
4ug-19 
Jun-34 
Jan-36 
Oct-31 
Jan-35 
Jun-34 
Mar-32 
May-32 
Feb-29 
May-32 
Nov-30 
May-30 
Oct-32 
Sep-24 
Dec-28, 29 
Aug-72 
May-30 
Sep-22 
Jun-35 
Mar-31, Jul-27 
Mar-32 
Oct-31 
Apr-27 
Mar-31 
Jan-34 
Jun-36 
Apr-27 
Sep-23 
Apr-30 
May-29 
Feb-28 
May-30 
Jun-33 
Nov-32 
Aug-22 
Feb-30 
Apr-30 
Sep-21 
Sep-21 
Sep 21 
Sep-22 
Feb-29 
Jul-29 
May-32 
Sep-22 
Jul-30 
Jan-33 
Nov-31 
Jun-36 
Feb-27 
Jan-34 
Jun-36 
Mar-29 
Dec-27 
Apr-28 
Sep-24 
Oct-33 
Jan-33 
Jul-30 
Sep-22 
Oct-33 
Apr-30 


How to test motor insulation 
by Stanley Aglow 
Ice machine filtration 
Ice machines 
Ice making 
by Stanley Aglow Jun-8 
* ice rush” Jun-14 
Industrial Refrigeration: an Olympic challenge 
by Peter Powell Nov-8 
Industry news 
A/C service video tapes 
Amana extends service support 
Bar code alliance formed 
Brazing operation dangers listed 
Business News survey results Mar-48 
Code confusion Feb-48 
Cogeneration controls, comfort systems 
ASHRAE topics Feb-49 
College gains chiller/heater Aug-47 
Company acquires heating products .Apr-58 
Computerized ice maker Jun-55 
Contractor survery results Mar-48 
Ellis Island renovation Sep-47 
Employee training Mar-48 
Energy services program announced by 
Johnson Controls Mar-5( 
Equipment marketing takes new 
direction 
Equipment trends previewed 
by Peter Powell 
Expo committee tapped 
FMI conference 
by Tom Mahoney Jul-4€ 
Harris end cadmium brazing alloys Feb-50 
Heat pump efficiency Jan-49 
Historic restaurant gains new HVAC Sep-46 
Ice comes of age Nov-47 
Illinois site for Alnor headquarters May-53 
Hvac/r companies find themselves in fast lane 
by Peter Powell Aug-44 
Manitowoc presented certified vendor 
award 


Nov-14 
Jun-16 
Jun-18 


Sep-46 
Feb-49 
Feb-49 
Apr-57 


Apr-57 


Aug-46 
Oct-54 


Feb-48 

Material handling system brings composite 
bonding to freezer Dec-43 

Moisture problems need new te hnology 


More comfort with less energy 
by John Sedgwick 

Patalita retires 

Plastics gain greater hvac ties Aug-47 

Portable heat pump Feb-49 

Presidential yacht gains hva 
overhaul 


May-52 
Renovation continues on Ellis Island Sep-47 
Safety message 

by Jeff Dickson 
Sand backfills more conductive than 


clay 
Servicing seen as needing electronics 
emphasis 
by Peter Powell 
Slide package on air compressor 
Supermarket gains mousetrayt 
Survey results 
Testing aids heat pump installers 
by Thomas Mahoney 
Test instruments gain A-V program 
Test instrument helps service 
diagnosis 
There's ice in them thar hills 
International Air Conditioning Heating 
Refrigeration Exposition 
Jet-mate cleaning system 
Keeping coolers cool 


Letters to the editor 
Farly platforms Oct-5 
More on ammonia Oct-58 
Linear feedback control theory 
by Peter T Cann PE, CM Apr-18 
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Liquid pressure amplifier 
Literature 


Heat pump water heaters 
Heating valve products 
Ice machines 


Maintenance checklist 
Motor insulation testing 
by Stanley Aglow 
Multimeters: analog and digital 
by Stanley Agiow 


Heat pump t-stat 
Hermetic analyzer 
Humidity transmitter 


Condensate system 
Condensing units ........ 


Infrared scanner ........... 
Infrared thermometer 
Soldering/brazing kit 
Soldering device 
Split system a/c 
Stainless steel collars ............... 
Strip doors 
Surge suppressors 
Digital megohmmeter Leak detector compounds 
Digital multimeter ; Liquid chiller vai veecdvudves 
Liquid line dryer .. iniunkiokenused - Temperature decals 
Load control .. ss int hewedhael Temperature probe . 
Digital thermometer " Loading deck/ramp ..... Temperature sensor 
Temp. tester 
Test kit 
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Vacuum pump 

VAV controller 

Ventilators one 
Vibration isolation products 


Vinyl strips ... 


Voice alarm radio ..... 
Voltage detector ...... 
Volt/amp/ohmmeters . 


Water analysis kit 
Water conditioner . 
Water heater 


Welding kits 


NYC Expo ...... 
Oil-related problems — 

by John Vozzo ............. 
People .. a ekion 


Plastics make hvac/r push 

by Peter Powell ....... 
Pre-cooler ... in 
The President's position on CFCs 

by Allen Moore CM . 
Programmable controller 

by Peter T. Cann, PE, CM 
Propeller failures . , 
Purging methods 


R-T 


Real-life residential air- ee ...+.. Oct-24 
Refrigerant reductions ; ......-Dee-20 
Refrigerant safety Nov-20; Dec-19 
Refrigerant toxicology 

by Dr. Ralph Downing .. eo eee. Jan-31 
Repetitive compressor failures 

by John Grim .. ae > s+.» /Mar-20 
Restaurant tips .. : : .... Jul-10 


Safety tips on handling refrigerants 
Dec-19 
Semi-conductor materials 
by Peter T. Cann, PE, CM Jul-18 
Service tip for ice flakers Jun-26 
Some cold facts from a hard workers — ice 
makers Jun-18 
Space age refrigeration Jan-28 
Start-up and maintenance of chilled and hot water 
systems 
by James O'Gorman Nov-22 
Statement of ownership Nov-27 
Taking control of air-cooled condensers Oct-14 
Thermal capture system Jul-8 
Thoughts for the service engineer 
by Robert Nelson CMS Dec-26 


U/V water treatment Dec- 16 
Vapor sweep drying Dec-8 
Ventilation: another perspective Aug-6 
Ventilating systems Apr-20 
Walk-in freezers and coolers Jul-13 
A walk-in walk-through Jul-13 
Water related woes Jun-16 
Water treatment Jun-24, Dec-16 
What every contractor should know 

by Wallace F. Deck Oct-19 
Where is your vacuum pump tonight? 

by Frank Fulkerson Mar-24 
Zone control May-12 
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